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Cross section ofMadag Dam

(3)  Maximum height  above the low-
est point of foundations

(4)  Height above the lowest riverbed   144 feet

ut dam

(5)  Height of the top of the dam above

the crest of the spillway or weir   95-29 feet

(6)  Maximum width at level of founda-

tion

(7)  Width at top

(8)  Slopes

(a)  Upstream

(b)  Downstream

(9)  Lengbhattopofthedam

(a)  Non-overflow
(i) Main

(b)  Spillway

(10)  Cubic volume of the body of the
dam                      .......

B. OTEEBS

(11)  Material of which the dam is cor.s- Natoral soil or rook
tructed

(12)  Specific gravity

(13)  Nature of protection and water-
proofing of the upstream and
downstream faces

(14)  Provision for dealing with seepage
and drainage water

(21)  Hydraulic gradient for which the
embankment is designed

(22)  Particular of the berm (if any),
width and position                       ^

400 feet to 600 fat
M ft : 1
(6) 2 : 1
1,850 feet
/
(a) (i) 1,700 feet
(6) 150 feet